P.I.

47   +.2v
7   +  12vdc

3     A3A2TB1-6
1kHz  Sync
trigger

120

A6A1A1TB1-5
+225-250vdc
input to mod

Module   5-1

Lesson  Topic   5-1-2

2.     The listing of  the major  test points provide^
information on  the location and the normal
indications of  each major  test point.

Determine  the  location and description  of
major test points  3  and  120.

LOCATION.

DESCRIPTION

33. Circle the major test points that are l
on.the Functional Checks table for the
FAULT stating that the antenna will not
rotate in SCAN mode.

a.  None

b.  72, 85

c.  85, 91

d.   91, 98, 117ge   value   for   each  test
